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Dear Dr. Stephens: 

I'd be happy to speak at the Winaki Symposium in July of 
1991. The title of my talk will be: Calcium Sensitivity in 
Vascular Smooth Muscle. Currently, I have no funds to defray 
my travel expenses, however, if upcoming ROls are funded, I 
may be able, to help. 

Thank you for this invitation. 

Sincerely, 

Christopher M. Rembold, M.D. 
Associate Professor 
Division of Cardiology 
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